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surface of the electrode so that the latter is worn down very evenly and
very slowly.    Hence it need be cleaned only at very long intervals.    The
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series of gaps, moreover, offers a simple and convenient method of varying
the radiated energy; to reduce this simply requires the short-circuiting of